Philip Morris USA 
Confidential 


plakavg 




PRODUCT TESTING LABORATORY 
Preliminary Laboratory Averages Report 


5 Report Date.: 10/08/98 10:10 AM 

Request.: SUC9858 

Submitter...: E.Weston 
Request Type: 

Activity : P00411 

Zr- Description. : 98-007-JPN - FACTORY START-UP 


CA/CA FILTER (07-782-A) 


Reported By... : Hughes,Sandra 
Date Submitted: 10/02/96 
Date Received.: 10/02/98 
Date Completed: 10/07/98 
Approved By...: 

NEW SPECIFICATION IN CABARRUS USING PURCHASED 


* DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE * 


Test Categories/Tests _ 

Smoke 

TIOJ Butt Length, mm 
TIOJ TAR (Borgwaldt), mg/cigt. 
TIOJ TPM (Borgwaldt), mg/cigt. 
TIOJ Nic.(Borgwaldt) mg/cigt. 
TlOJ Water(Borgwaldt) mg/cigt. 
TIOJ Puffs/cigt. (Borgwaldt) 
Tar/Puff, mg 
Cigarette 

Total RTD, mm of H2o 
Circumference, mm 
Loose Ends, g/50 cigt. 

Paper 

Permeability, CORESTA Units 
Filter 

RTD, mm of H20 
Tipping.paper Length, mm 
Ventilation, % 

Firmness (Pack) 

Firmness, mm 
Tobacco Weight, g 
Oven Volatiles, % 


7480 _ 

Target Average StdDev N 


39.0 



1.0 1.4 

0.00 

2 

1.5 

0.05 

2 

0.10 0.13 

0.007 

2 

0.05 

0.020 

2 

7.1 

0.02 

2 

0.2 



103 

6.5 

15 

24.80 

0.047 

10 

0.43 

0.083 

4 

44 

4.3 

10 

169 

6.6 

15 

36.0 



72 

2.7 

15 

2.66 

0.386 

5 

0.589 

0.0072 

5 

11.18 

0.198 

2 


Notations: 

7480 - NEXT 100 DAY 3 


7480 - MFG CG:098.5/24.8/31.5/A2510/NEXT/01/JPN 


StdDev warning 7480 PACK-CFIRM 0.3858 > Desired of 0.3000 
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